Q.  Did you understand what he meant by
the manual motor?

A.  Yes, I understood what he meant, yes,

he asked us if we would ride on the elevator,

if it was being run manually, and I told

him that I didn't feel that in my opinion,

it didn't make a difference whether it was run

on manual or automatic, they seemed to have

an obvious problem, and unless they knew the

source of the problem, I don't think that

they could say it would be safer one way or the

other.

Mr. Hogan confirmed that he and Mr. Ventura were then
summoned to Mr. Hager's office, and Mr. Hager asked if they
were willing to ride into the mine on the slope car.  Mr. Hogan
stated that he asked Mr. Hager how this would "leave us in
regard to having two fresh air escapeways from the mine",
and Mr. Hager did not reply and instructed Denny Smith to
find something for Mr. Hogan and Mr. Ventura to do.  Mr. Hogan
and Mr. Ventura left the office, but were immediately called
in again and Mr. Hager informed them that he was withdrawing
his offer to have them transported into the mine by means
of the slope car.  Mr, Hager also informed them that depending
on the outcome of an investigation by federal and state agencies,
they could be subject to disciplinary action, up to and
including discharge, and Mr. Hogan informed Mr. Hager that
"I understood the situation" (Tr. 50).

Mr. Hogan stated that after leaving Mr. Hager's office,
he and Mr. Ventura spent the rest of the shift working around
the bathhouse (Tr. 50).  At approximately 6:00 p.m., the elevator
manufacturer's representative arrived, and shortly thereafter,
state inspector Monohan and federal inspector Conrad arrived.
At approximately 8:15 p.m., Mr. Hogan, Mr. Ventura, and management
and union representatives were summoned to a meeting in Mr. Hager's
office.  Mr. Hager asked the elevator representative whether
it was safe and he indicated that "in his opinion, the elevator
was safe, and none of the safety features had been jumpered
out".  Mr. Hogan stated that he "nodded in the affirmative"
to this statement, and that Mr. Conrad indicated that he was
no expert on elevators, but was simply present "to see that
there were no violations of law", and that after speaking
with the elevator representative, he simply wanted to assure
Mr. Hogan and Mr. Ventura that it "was safe to run" (Tr. 52).
Although Mr. Hogan stated that Mr. Monohan concurred with
Mr, Conrad, Mr. Hogan said that Conrad made the statement that
"he wouldn't rode [sic] the God damn thing either" (Tr. 54).
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